Contents of Volume 40 


Nos. 1,2 


M. Takumida, D. Bagger-Sjéback and H. Rask-Andersen (Sweden) 
The endolymphatic sac and inner ear homeostasis. I: Effect of glycerol on the endolymphatic sac with or without 
colchicine pretreatment 


M. Takumida, D. Bagger-Sjéback and H. Rask-Andersen (Sweden) 
The endolymphatic sac and inner ear homeostasis. II: Effect of glycerol on the sensory end organs with or without 
colchicine pretreatment 


J.J. Zappia and R.A. Altschuler (U.S.A.) 
Evaluation of the effect of ototopical neomycin on spiral ganglion cell density in the guinea pig 


A. Ernst, J. Syka and H.-J. Mest (G.D.R., Czechoslovakia) 
ide-induced cochlear potentials 


T. Littman, R.P. Bobbin, M. Fallon and J.-L. Puel (U.S.A.) 
The quinoxalinediones DNQX, CNQX and two related congeners suppress hair cell-to-auditory nerve transmission 


M. Ulfendahl, A. Flock and S.M. Khanna (Sweden, U.S.A.) 
A temporal bone preparation for the study of cochlear micromechanics at the cellular level 


J.M. Juiz, J. Rueda, J.A. Merchan and M.L. Sala (Spain, U.S.A.) 
The effects of kainic acid on the cochlear ganglion of the rat 


C. Mitchell, D.S. Phillips and D.R. Trune (U.S.A.) 
Variables affecting the auditory brainstem response: Audiogram, age, gender and head size 


H. Sohmer, S. Freeman and M. Schmuel (Israel) 
ABR threshold is a function of blood oxygen level 


M.C. Brown (U.S.A.) 
Morphology and response properties of single olivocochlear fibers in the guinea pig 


K. Ikeda and T. Morizono (U.S.A.) 
Electrochemical profile for calcium ions in the stria vascularis: Cellular model of calcium transport mechanism 


A. Sans, P. Atger, C. Cavadore and J.-C. Cavadore (France) 


h 


cyte I localization of myosin, tropomyosin and actin in vestibular hair cells of human fetuses and cats 


C.L. Faingold, W.E. Hoffmann and D.M. Caspary (U.S.A.) 
Effects of excitant amino acids on acoustic responses of inferior colliculus neurons 


D.P. Phillips (Canada) 
Timing of spike discharges in cat auditory cortex neurons: Implications for encoding of stimulus periodicity 


J.J. Eggermont (Canada) 
Coding of free field intensity in the auditory midbrain of the leopard frog. I. Results for tonal stimuli 


267 
7 
| 


268 


Short Communication 
R.A. Code and E.W. Rubel (U.S.A.) 
Glycine-immunoreactivity in the auditory brain stem of the chick 


R.V. Shannon (U.S.A.) 
Threshold functions for electrical stimulation of the human cochlear nucleus 


T.K. Bhattacharyya and V.S. Dayal (U.S.A.) 
Influence of age on hair cell loss in the rabbit cochlea 


No. 3 


M.A. Cheatham and P. Dallos (U.S.A.) 
Two-tone suppression in inner hair cell responses 


R.V. Shannon (U.S.A.) 
A model of threshold for pulsatile electrical stimulation of cochlear implants 


S.D. Comis, J.O. Pickles, M.P. Osborne and C.B. Pepper (U.K., Australia) 
Tip-link organization in anomalously-oriented hair cells of the guinea pig cochlea 


A. Schrott, K. Stephan and H. Spoendlin (Austria) 
Hearing with selective inner hair cell loss 


B. McDowell, S. Davies and A. Forge (U.K.) 
The effect of g icin-induced hair cell loss on the tight junctions of the reticular lamina 


E.M. Rouiller, J.P. Hornung and F. De Ribaupierre (Switzerland) 
Extrathalamic ascending projections to physiologically identified fields of the cat auditory cortex 


K.H. Iwasa and B. Kachar (U.S.A.) 
Fast in vitro movement of outer hair cells in an external electric field: Effect of digitonin, a membrane permeabilizing 
agent 

Short Communications 

J. Valat, G. Devau, D. Dulon and A. Sans (France) 
Vestibular hair cells isolated from guinea pig labyrinth 


C. Pantev, M. Hoke, B. Liitkenhiner, K. Lehnertz and W. Kumpf (F.R.G.) 
Tinnitus remission objectified by neuromagnetic measurements 


Announcements 


Contents of Volume 40 


Author Index 


Subject Index 


167 
255 

265 
267 
269 
271 

| 


